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TECHNICAL INFORMATION 



TYPE NO 



FB 5100 



TYPE 



Freshbrew vending machines 



T.I.-NO 
... 09/02 



SERIAL NUMBERS 
AFFECTED 



From machine No 527080 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



ISSUED FOR (X): 



Changes to Coffee Whipper, cpl. 



Action 




Information 


X 



COMPONENTS CONCERNED 

Changed parts 42369600 Coffee Whipper, cpl. 

New parts 39599000 Slinger Ring 

39599400 Sealing for Mixing Motor 

39704800 Gasket for Mixing Motor 

Obsolete parts 29223000 Bushing 

39400401 V-ring 



MODIFICATION 

From and including KW 45 - 2002 the coffee whipper for FB 5100 has been changed. 
Please see the following pages containing updated pages for FB 5100 spare parts list. 
REASON 

Improvement of whipper. 
REPLACEABILITY 

The changed coffee whipper, complete, is fully interchangeable with the old one. 



CONTACT PERSON 

Technical 
Lars Rehr 



Spare Parts 
Customer Service 





19.11.02 


Grete Jensen 


19.11.02 


Lars Rehr 


DATE : 


PRODUCED BY : 


DATE : 


CHECKED BY : 



Coffee Whipper 
Kaffeequirl 
Kaffepisker 
Mixeur Cafe 



22.11.02 



A 



SPARE PARTS LIST 
MODEL: FB 5100 



Index Partno. Quant. Unit Description 



01 42369600 1 PC COFFEE WHIPPER ASS. 

02 39470515 0.040 MT SILICONE HOSE 016/022 

03 39562000 1 PC WASHER FOR WHIPPER HOUSING 

04 41530400 1 PC 24VDC COFFEE WHIPPER 

05 39704800 1 PC GASKET FOR COFFEE WHIPPER 

06 39599000 1 PC SLINGER RING FOR WHIPPER MOTOR 

07 39599400 1 PC SEALING FOR MIXING MOTOR 

08 09029805 1 PC SCREW PLASTITE KB25X5 

09 39562400 1 PC WHIPPER BLADE 

10 39400632 1 PC 0-RING 

11 39650200 1 PC OUTLET F COFFEE WHIPPER 
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